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Abstract — This paper presents a design of tuning mechanism 
of Proportional Integral Derivative Controller for application 
in three phase induction motor speed controls. It 
demonstrates, in detail, how to employ the MatLab tool so as 
to search efficiently for the optimal PID controller parameters 
within a mechanism system. The proposed approach has 
superior features, including: easy implementation; stable 
convergence characteristics; and less computational effort. 
Three phase induction motors has complex mathematical 
modelling which makes it difficult to design the speed 
controller. Software PID Tuning Mechanismwas developed 
herein and used to obtain both the initial PID parameters 
under normal operating conditions and the optimal 
parameters of PID control under fully-loaded conditions. The 
proposed PID controller Tuning Mechanism will 
automatically tune its parameters within these ranges. In 
order to prove the performance of the proposed tuning 
mechanism for the PID controller, a three phase 
asynchronous motor was modelled in MATLAB, the transfer 
function was obtained using the software and a controller was 
designed using PID. The modelling and simulations results 
show the potential of the proposed controller to be very 
efficient. 

Keywords — PID Controller, Modelling of Induction Motor, 
Design of PID Tuning Software. 

I. INTRODUCTION 

Speed control of an induction motor has been a major 
challenge since its discovery by a French physicist Francois 
Arago in 1824. The induction motor is made up of two 
distinct parts, stator which is a stationary part and rotor 
(also called armature core windings) which is the rotary 
part. Induction motor is an alternating current electric 
machine which by excitation, produces a torque[l]. The 
torque result from an electromagnetic induction from the 
magnetic flux due to the stator core windings as a result of 


rotation about a fixed position in the stator core windings 

[ 2 ]. 

Induction motor is the most common electrical machine 
used in modern industries. It has gained such popularity due 
to its various advantages. The various advantages are high 
efficiency, low cost, good self-starting, simplicity in design, 
the absence of the collector brooms system, and a small 
inertia. Even though it has a wide range of advantages it 
also has quite few disadvantages. Induction motor has 
disadvantages, such as complex, multivariable and 
nonlinear mathematical model and is not inherently capable 
of providing variable speed operation [3]. 

During the past decades, process control techniques in 
industries have made great advances. Numerous control 
methods such as: adaptive control; neural control; and 
Fuzzy control have been studied [4]. Among these the best 
known is the Proportional Integral Derivative (PID) 
controller, which is being widely used because of its simple 
structure and robust performance within a wide range of 
operating conditions. Unfortunately, it has been quite 
difficult to properly tune the gains of PID controllers 
because many industrial plants are often burdened with 
problems such as: high orders; time delays; and 
nonlinearities [5]. 

Over the years, several heuristic methods have been 
proposed for the tuning of PID controllers. The first method 
used the classical tuning rules proposed by Ziegler and 
Nichols [6]. In general, it is often hard to determine optimal 
or near optimal PID parameters with the Ziegler-Nichols 
formula for many industrial plants [7]. For this reason it is 
highly desirable to increase the capabilities of PID 
controllers by adding new features. Many Artificial 
Intelligence (AI) techniques have been employed to 
improve the controller performances for a wide range of 
plants whilst retaining their basic characteristics. AI 
techniques such as: neural networks; fuzzy systems; and 


www.ijaers.com 


Page | 138 





International Journal of Advanced Engineering Research and Science (IJAERS) [Vol-4, Issue-11, Nov- 2017] 

https://dx.doi.Org/10.22161/iiaers.4.ll.21 ISSN: 2349-6495(P) / 2456-1908(0) 


neural-fuzzy logic have been widely applied to the proper 
tuning of PID controller parameters [8]. 

Software tool, is one of the modern tuning mechanisms. The 
software tool can generate a high-quality solution for 
shorter calculation time and stable convergence 
characteristics than other stochastic methods [4]. Much 
research is still in progress for proving the potential of the 
software tool for solving complex induction motor system 
operation problems. Because the software tool method is an 
excellent tuning mechanism and a promising approach to 
solving the PID controller parameters tuning problem. This 
controller is called the software-tuning PID controller. 
However, the PID controller is not robust to wide parameter 
variation and large external disturbance [11]. This serves 
especially for highly coupling nonlinear system where the 
PID controller lacks adaptive capability. The difficulty in 
obtaining transfer function of three phase induction motor 
poses a serious challenge to this mechanism. 

However, if the PID controller parameters are chosen 
incorrectly, the controlled process input can be unstable, 
i.e., its output diverges, with or without oscillation, and is 
limited only by saturation or mechanical breakage. 
Instability is caused by excess gain, particularly in the 
presence of significant lag [1]. 

Generally, stabilization of response is required and the 
process must not oscillate for any combination of process 
conditions and setpoints, though sometimes marginal 
stability (bounded oscillation) is acceptable or desired [1]. 
Mathematically, the origins of instability can be seen in the 
Laplace domain. The total loop or close loop transfer 
function is: 


H (S )= 


K(s)G(s ) 

d 1+tf(s)G(s) 




Where. 

K(s): PID transfer function 
G(s): Plant transfer function 

The system is called unstable where the closed loop transfer 
function diverges for some s.This happens for situations 
where K(s) G(s) = -1. Typically, this happens when there is 
a 180 degree phase shift. Stability is guaranteed 
when K(s)G(s) < 1 for frequencies that suffer high phase 
shifts. 


In order to achieve practical requirement, engineers have to 
adjust the parameters under different operating conditions 
and device a means of obtaining complex transfer function. 
However, the robustness is limited to a small range. A 
mechanism to overcome this disadvantage is called the 
software-tuning mechanism. The parameter tuning at any 


instance is usually based on a structurally fixed 
mathematical model produced by a software procedure [11]. 
Unfortunately, recent plants find it difficult to obtain their 
fixed mathematical models. This paper proposes a software¬ 
tuning mechanism for PID controller for an application in 
three phase induction motors. At the same time, the 
robustness will be expanded to a large range. In this paper, a 
practical high-order mechanism system with a PID 
controller is adopted to test the performance of the proposed 
software-tuning mechanism for PID controller. As 
compared with the other mechanisms such as the one 
proposed by [9] [8] [7] [6], it is found that the nominal values 
and tuning ranges of the PID parameters by the proposed 
software-tuning mechanism can be accurately determined. 
MatLab simulations and experimental results have shown 
that the proposed controller is most suitable and robust for 
PID controller. 

II. MATERIALS AND METHODS 

In this work the following materials were used: Software 
tools, PID Controller block in MATLAB package, 
Induction Motor and Voltage source. 

2.1 PID Controller 

PID controllers are widely used in industries for speed 
control purpose. A PID controller calculates an “error” 
value as the difference between the measured process value 
and the desired set point. The PID controller calculation 
involves three separate constants and is accordingly 
sometimes called three-term control i.e. the proportional, 
integral and the derivative value which is denoted by PID as 
show in figure 1 below. 



Fig. 1: Block diagram of PID controller [10] 


Tuning a control loop is the adjustment of its control 
parameters (proportional band/gain, integral gain/reset, 
derivative gain/rate) to the optimum values for the desired 
control response [11]. Stability (no unbounded oscillation) 
is a basic requirement, but beyond that, different systems 
have different behavior, different applications have different 
requirements, and requirements may conflict with one 
another [4]. 
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PID tuning is a difficult problem, even though there are 
only three parameters and in principle is simple to describe, 
because it must satisfy complex criteria within 
the limitations of PID control. There are accordingly 
various methods for loop tuning, and more sophisticated 
techniques are the subject of patents; this section describes 
some traditional manual methods for loop tuning. Figure 2 
below shows the effect of tuning the PID parameters on the 
process response. 



Fig. 2: Process variables for different Kp, Ki and Kd values 

[ 11 ]- 

Tuning the Proportional Term:Process variable for different 
Kp values (Ki and Kd held constant) is shown in Figure 2. 
The proportional term makes a change to the output that is 
proportional to the current error value. The proportional 
response can be adjusted by multiplying the error by a 
constant Kp, called the proportional gain [11]. The 
proportional term is given by the Equation (12) 


Pout = K p e (t) -•(2) 

e = G / Kp ...(3) 

Integral Term: Process variable for different Ki values (Kp 
and Kd held constant) is shown in figure 2. The contribution 
of the integral term is proportional to both the magnitude of 
the error and the duration of the error. The integral in a PID 
controller is the sum of the instantaneous error over time 
and gives the accumulated offset that should have been 
corrected previously [12]. The accumulated error is then 
multiplied by the integral gain (Ki) and added to the 
controller output. The integral term is given by the Equation 
(4) 

I, lul = ki|e'T> d T ...(4) 

Derivative Term:Process variable for different Kd values 
(Ki and Kp held constant) is shown in Figure 2. The 
derivative of the process error is calculated by determining 
the slope of the error over time and multiplying this rate of 
change by the derivative gain Kd. The magnitude of the 
contribution of the derivative term to the overall control 
action is termed the derivative gain Kd [12]. The derivative 
term is given by the Equation (5) 

Dout = K d + J t c{t) ...(5) 

2.2 PID Tuning Mechanisms 

There are several methods for tuning a PID Controller. 
Tuning methods with its advantages and disadvantages are 
given in Table 1. 


Method 
Manual Tuning 
Ziegler-Nichols 
Software tools 


Cohen-Coon 


Table. 1: PID Tuning Method [11] 

Disadvantage 


Advantage 
No maths required. On-line method 
Proven method. Online method 
Consistent tuning. Online or 
offline method. Can support 
Non-Steady State Tuning 
Good process models 


Require experience personnel 
Process upset, some trial-and-error 
some cost and training involved 

some math. Offline method only 
good for first order processes. 


The most effective methods generally involve in the 
development of some form of the process model, and then 
choosing P, I, and D based on the dynamic model 
parameters. Manual tuning methods can be relatively 
inefficient, particularly if the loops have response times on 
the order of minutes or longer. The choice of method will 
depend largely on whether or not the loop can be taken 
"offline" for tuning, and the response time of the system. If 
the system can be taken offline, the best tuning method often 
involves subjecting the system to a step change in input, 


measuring the output as a function of time, and using this 
response to determine the control parameters [11]. 

2.3 Software Tool 

Most modern industrial facilities no longer tune loops using 
the manual calculation methods shown above. Instead, PID 
tuning and loop optimization software are used to ensure 
consistent results. These software packages will gather the 
data, develop process models, and suggest optimal tuning. 
Some software packages can even develop tuning by 
gathering data from reference changes [13]. 
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Advances in automated PID Loop Tuning software also 
deliver algorithms for tuning PID Loops in a dynamic or 
Non-Steady State (NSS) scenario. The software will model 
the dynamics of a process, through a disturbance, and 
calculate PID control parameters in response. 

2.4 Modelling of Induction Motor 

In the control of any power electronics drive system, 
mathematical model of the plant is required [14]. From the 
objective equation (1), the Plant transfer function [8] is 
required to design the loop controller. To obtain the Induction 
Motor (Plant) transfer function and design any type of 
controller to control its speed, mathematical model is 
required. The Equivalent circuit of induction motor in d-q 
axis fig. (3) will be used to analyze the mathematical 
modeling of induction motor. 

The induction motor can be analyzed as a three phase stator 
winding magnetically coupled with the rotors ones, 
independently on the rotor typology. 


OdZsq Lis 



(a) 


Od/wsd Lis 


Llr CDdA/.rd 


*—WA—=Or“®OOflii) 9 —|——O—vwv— w t 


Ysq 


— /-sq 


Liu —>„rq 


Yrq 


(b) 

Fig. 3: Equivalent circuit of induction motor (a) d-axis and 
(b) q-axis[15] 

The equivalent circuit used for obtaining the mathematical 
model of the induction motor is shown in the Fig. (3) The 
induction motor model is established using a rotating ( d , q) 
field reference (without saturation) concept. An induction 
motor model is then used to predict the voltage required to 
drive the flux and torque to the demanded values within a 
fixed time period. This calculated voltage is then synthesized 
using the dynamic model of the motor in Simulink. 

The induction motor can be analyzed as a three phase stator 
winding magnetically coupled with the rotors ones, 
independently on the rotor typology. 



Fig. 4: Phasor diagram of Stator winding [10] 


Va — pA,A + RsIa 
Vb — pA, B + RsIb 
Vc — pAc + Rslc 


...( 6 ) 

....(7) 

...( 8 ) 



Fig. 5: Phasor diagram of Rotor winding [10] 

Va = pla + RSIa ... (9) 

Vb = pAb + RSIb ... (10) 

Vc = pA,c + RSIc ... (11) 

When the dynamic model of the induction motors is 
determined, we can transform the three-phase machine into a 
two-phase machine using an orthonormal transformation 
matrix T: 


1 2 _j_ _i_ 

\ 3 a/6 a/6 


0 j= 

a/2 

1 1 

a/3 a/3 


1 

“vf 

1 

vf J 


[AABC 
[ Aabc 


1 _ r Mss Msrl \1ABC~\ 
\ I -Mrs Mr A V Iabc -I 


...( 12 ) 


...(13) 


Mss = 


Lo + Lsds 
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2 

Lo 


_ 10 
2 

Lo + Lsds 

Lo 
2 


Lo 

2 

Lo 


—- Lo + Lsds 


...(14) 
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Lo + Lrdr 


Mn- = 


Lo 

2 

Lo 

2 


Lo 

2 

Lo + Lrdr 

Lo 

2 


Lo 

2 

Lo 

2 

Lo + Lrdr 


...(15) 


Msr= 

Lo cos 0 

Lo cos(0 + 240°) 
Lo cos(0 + 120°) 
(16) 


Lo cos(0 + 120°) 
Lo cos 0 

Lo cos(0 + 240°) 


Lo cos(0 + 240°) 
Lo cos(0 + 120°) 
Lo cos 0 


Where Mss, Mrr and Msr are the stator mutual inductance, 
rotor mutual inductance respectively. Lo is the no load 
inductance. 

Below equations represent the equation of the equivalent two 
phase machine. For control purpose, another transformation 


is required. 

VJ = R s i s K+ pA s K ...(17) 

K B s = R s i§ +P A| ...(18) 

V 0 s = R s i s 0+ pA s 0 ...(19) 

V R =R s i R + pA R ...(20) 

V£=R s i% + p4 ...(21) 

V* = R s i* + pA* ...(22) 


If we want to move these equations in a reference frame 
fixed with the stator, we have to apply a rotation matrix 
around the Z axis [16]. 


4 = (L ds + 3 -L 0 )i s K + 3 -L 0 cos(0) i R - 3 -L 0 sin(6) i£... (23) 
4 = (L ds + 3 -L 0 )i s K + 3 -L 0 cos(e) i s K - \l 0 sin(0) i|... (24) 
4 = (4s+ ^4 cos(0) i s K - 3 -Lq sin(0) if... (25) 

4 = (4s+ ^4)t£+ ^4 cos(0) ij- 4 0 sin(0) if... (26) 


With this transformation, the final equation in a reference 
system called ‘’stator dqO reference frame’ are: 


A s d =L s i s d + L m i% ...(27) 

4 = L s i s q + L m iq ... (28) 

A R d = L R i R d +L m i s d ...(29) 

A R = L R i R + L m i s q ...(30) 


V$ = R s i s d+ pA s d ...(31) 

V q s = R s i q + ...(32) 

0 = /? r i^ + pA^ + wA q ...(33) 

0 = R r i R + P A R +wA R d ...(34) 

Torque (T) = A R i d + A q i d ...(35) 


Where Ls and Lr are the respective stator and rotor 
inductance, Rs and Rr are the respective stator and rotor 
resistance. Id and I q are the respective d and q axis of the 
stator and rotor winding. 

Using these equations, it is possible to build the block 
scheme in order to simulate the machine. The blocks are: 
Stator Voltage Transformation, Fluxes, Current, 
Electromagnetic, and Mechanical Subsystem. 


B 

Va 


B 


B 



Fig. 6: Three Phase Induction Machine Asynchronous Motor Dynamic Model 


2.5 Modelling PID Controller 

Fig.(l) above shows the block diagram of PID Controller. 
The first term A proportional (TOP), an integral (CENTER) 
and A derivative (BOTTOM). A proportional controller may 


not give steady state error performance which is needed in 
the system. An integral controller may give steady state error 
performance but it slows a system down. So the addition of a 
derivative term helps to cure both of these problems. The 
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proportional, integral and derivative outputs are added 
together. The PID controller can be thought of as having a 
transfer function. The PID transfer function can be obtained 
by adding the three terms together. 

PID(s) = K P + j + Sk d ••• (36) 

The transfer function can be combined into a pole-zero form. 
Hence, the equation becomes; 

PID(s) = [sK p + Ki+ s 2 K d ]/s • • • (37) 

From fig.(l) the output of PID controller u (t), is equal to the 
sum of three signals: The signal obtained by multiplying the 
error signal by a constant proportional gain KP , plus the 
signal obtained by differentiating and multiplying the error 
signal by constant derivative gain KD and the signal obtained 
by integrating and multiplying the error signal by constant 
internal gain KI,. The output of PID controller is given by 
equation (38), taking Laplace transform, and solving for 
transfer function, gives ideal PID transfer function given by 
equation (39) [10] 


u(t) = tf P e (t) + Kp de W/ dt + K,f e{t)dt <^> t/(s) = 
k p E(s)s + k,E(s)- s ...(38) 

U(s ) = E(s ) [k p + y+ k d°] ■ ■ ■ (39) 


G plD (s)=Kp + y + K d s - 


K dS 2 + k p s+k, 
s 




- (40) 


Equation (40) is second order system, with two zeros and one 
pole at origin, and can be expressed to have the following 
form: 


r _ K D (S+ Zpi)(S+ Z PD ) _ rc -v ( S+Zp D ) _ 

l*PID ~ — k D W t- Z. PI ) - — 

G pd (S)G pi (S) ...(41) 

Which indicates that PID transfer function is the product of 
transfer functions PI and PD, Implementing these two 
controllers jointly and independently will take care of both 
controller design requirements? The transfer function given 
by Equation (40 and 41), can also be expressed to have the 
form: 


n _ Kd {S+ Zpi) ( s + Zpo) 

U PID ~ c 


K „2 + (Zpi+ Zpj))K s+ ( ZpiZppKi j) 

D s " 

5 


...(42) 

Rearranging the above equation (42) we have: 

^ _ V , <Z PI +Z PD)K D S (Z pi Z pd K d ) _ 

GpiD - —+ s + s - 


(Z pi + 


Zpd)Kd + 


(ZpiZpdKd) 

- S - + K D S 


- (43) 


Let ,K 1 — ( Z PI + Z pd )K d ,K 2 — ( < Z pi Z pd K d ),K 3 — 

Then, equation (43) becomes, 

G p ,d = *i+ K 3 s •••(44) 


K d . 


Since PID transfer function is a second order system, it can 
be expressed in terms of damping ratio and undamped 
natural frequency to have the following form: 


Gpid — K P 


1 + 


'+ t d s 


= K P 


Where the integral time 7} = —, the derivative time T D = 

K i 

K D jr _ K P jr _ IZ T 

Kpl ° 


TiT q 2+T. S + 1 


(45) 


2.6 Design of PID Tuning Software 

The tuning mechanism used is the software tuning 
mechanism. The mechanism is designed using MatLab tools 
capable of deriving the transfer function of a complex 
Induction machine and varying the PID parameters to control 
the speed of the machine. Below is the various steps to 
designing the tuning mechanism. 

Step 1. Modelling of the three phase induction motor in 
MatLab. 

The three phase induction motor in MatLab is shown in 
fig.(6) and the model is converted to a block named Motor as 
shown in fig.(7) below 



MOTOR 

Fig. 7: Induction motor model block 


Step 2. Obtain the transfer function of the Motor using 
MatLab script. The motor is run in MatLab and the step 
response is analyzed. The analysis further yields the step 
response of the motor as shown in figure 8 below. 


Slcp Ffcsponse 



And the transfer function of the step response in figure 8 
above is obtained by taking the linear analysis in MatLab. 
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From input "Torque" to output "Subsystem": 

~ -4.208e-12 s + 0.2598 .... 

Gs =- ...(46) 

S A 2 + 45.99 s + 0.2981 v 7 

Linearization at model initial condition Continuous-time 
transfer function. 

Equation 46 represent the transfer function of the three phase 
Asynchronous induction motor under analysis. This method 
can be used to obtain the transfer function of any system. 

Step 3. Using this transfer function to design a PID controller 
in MatLab script and testing it on the step response in figure 
8 above. Varying the PID parameter (Kp, Ki, Kd) on the 
script and running the script tunes the step response. This 
controller is then tuned for optimum response and the 
parameters are recorded for the actual controller design in the 
next step. 

Step 4. Connect a PID controller to the Motor. Sequel to step 
3 above, a PID controller block is connected with the motor 
block as show in fig.(9) below. 



Fig. 9: Three Phase Induction Motor with PID Controller 


As shown in figure 9, the output speed of the motor is 
feedback to the input and the summer computes the error 
value. This error is being fed to the PID controller and by 
tuning the PID using software script, the error is 
compensated. The value of the PID parameters and the motor 
parameters are programed into the system automatically. 
However, the script “IM Initialazation” can be run over the 
network from a remote location to the plant. With the 
availability of internet access, this tuning mechanism offers 


the most advanced software tool for PID Controller in an 
application to three phase induction motors. 

2.7The Induction Motor Parameters 
The induction motor used in this simulation is a 50 Hp, 
420V, 60Hz, asynchronous motor having the parameters 
listed in table 2 below. The induction motor stator is fed by a 
current controlled three-phase source. The stator currents are 
regulated by hysteresis regulator which generates inverter 
drive signals for the inverter switches to control the induction 
motor. The motor torque is controlled by the quadrature-axis 
current component and the motor flux is controlled by direct- 
axis current component. The motor speed is regulated by a 
PID controller which produces the required torque current 
component signal. 


Table 2. Induction motor parameters 


S/No. 

Parameter 

Symbol 

Value 

1 

Supply Frequency 

f 

60 Hz 

2 

Voltage 

V 

420 V 

3 

Stator Resistance 

Rs 

0.288Q 

4 

Stator Inductance 

Ls 

0.0425 H 

5 

Rotor Resistance 

Rr 

0.158Q 

6 

Rotor Inductance 

Lr 

0.0418 H 

7 

Magnetizing Inductance 

Lm 

0.0412 H 

8 

Inertia 

J 

0.4 Kg.m2 

9 

No. of pole 

P 

2 


2.8 Development of the Simulink Model Diagram 

First of all, let us consider the development of a Simulink 
model for the speed performance or response of an induction 
motor without controller, the Simulink model for a 
proportional integral derivative (PID), and lastly, a 
developed Simulink model for a proportional integral 
derivative (PID) software tuning mechanism. The speed 
performance of the induction motor is checked first without 
any controller and then checked with the help of a 
proportional integral derivative (PID) controller tuned with 
software tool. The Simulink model is developed in the 
MATLAB which is shown in the following Fig.(10), and 
(11) respectively. 


www.ijaers.com 


Page | 144 





















International Journal of Advanced Engineering Research and Science (IJAERS) 

https://dx. doi. ora/10.22161/iiaers. 4.11.21 


[Vol-4, Issue-11, Nov- 2017] 
ISSN: 2349-6495(P) / 2456-1908(0) 



Fig. 10: Developed Simulink model to check speed response of Induction motor without any controller 


Using the software tuning mechanism, we can obtain the 
parameters kp, ki, and kd for optimal performance under the 
no-load and full-load conditions. In the open loop condition, 
we can determine the open loop transfer function of the plant 
by MATLAB program as 

Gs = - ... (46) 

s A 2 + 45.99 s + 0.2981 v ' 


The actual motor model “IMPlant” is controlled using PID 
controller as shown in fig.(12) below. The parameters of the 
motor and PID controller are programmed into the system 
using the MatLab script. This script is used to tune the motor 
response in the same way as demonstrated in fig.(ll) above. 
Below is the simulation of the motor with controller and the 
IM_Initiallaization script. 


Also, the closed-loop system with a PID controller has the 
following characteristic equation 

Me = - ... (47) 

Equation 46 is obtained by running the MatLab script below 
and the PID parameters was tuned to give optimal step 
response as show in fig.(47). The response with controller 
has a steady state of 17 seconds while the open loop response 
steady state is 263 seconds. 



Fig. 12: Developed Simulink model to check speed response 
of Induction motor with PID controller 


Step Response 



Fig.(ll) Open loop and close loop step response of motor 
transfer function. 


III. RESULT 

Simulations were carried out in MATLAB environment and 
the results were verified for the set speed. The speed 
response of Induction motor is checked for without controller 
and with PID controller which is shown in Fig.(13) and (14) 
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Fig. 13: Speed performance of Induction motor without any controller 



TEme (seconds) 

Fig. 14: Speed performance of Induction motor with PID controller 


The speed performance of induction motor without any 
controller is shown in fig.(13). This is for full load 
condition. When we applied a full load the speed suddenly 
decreases and is not stable. So as to improve the speed 
performance, a PID controller tuned with software 
mechanism. Because of which the steady state error is 
eliminated and the rise time is improved in figure 4.6. 
Therefore the PID controller is used to improve the speed 
performance of Induction motor and the results is shown in 

fig.(14). 

IV. DISCUSSION 

The main purpose of this thesis is to control the speed of 
induction motor using software tuning mechanism of PID 
controller. From this we come to know that software tuning 
mechanism of PID controller is a good mechanism for 
controlling the speed of three phase induction motor. The 
speed of induction motor using PID controller settled early 


when using software tuning than other tuning mechanism. 
As against Zigler - Nicole, the software tools is suitable for 
any complex system and it is not a trial by error method. It 
also add the advantage of remote management and 
flexibility. 

V. CONCLUSION 

The speed control of an induction motor by software tuning 
mechanism of PID controllers has led to the conservation of 
energy and the usage of high performance application such 
as hybrid vehicles, robotics, wind generation systems, paper 
and textile mills, and variable-torque centrifugal fan, pump 
and compressor load applications. Hence there is need to 
develop a software mechanism for effective speed control 
for induction motors. 
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